In view of the foregoing, I conclude and find that the
exposed and unguarded flange pulley was readily accessible to
those persons required to be in the area for clean-up.  Given
the existence of the floor holes, there was a real possibil-
ity that someone could inadvertently or accidently trip or
fall and come in contact with the flange.  Accordingly, l
find that the petitioner has established a violation by a
preponderance of the evidence, and the citation IS AFFIRMED.

Significant and Substantial Violation

In this instance, the respondent conceded that the
unguarded flange type tail pulley was hazardous and anyone
could simply reach in and contact the pinch point.  Given the
proximity of the exposed flange to the adjacent work platform
or travelway, which had three holes in it, and the reasonable
access to the flange, I conclude and find that it was reason-
ably likely that a person could trip or stumble, and upon
contacting the unguarded flange could suffer serious injuries,
Accordingly, Inspector McGregor's "S&S" finding IS AFFIRMED.

Citation Nos. 2237050 and 2337Q51 - Nos. 2 and 3 Dust
Collector Drive Shafts

The cited drive shafts in question are shown in respon-*
dent's photographic exhibits R-7 through R-ll.  Inspector
McGregor described the shafts as smooth and approximately
1-1/2 to 2 inches in diameter.  He confirmed that no "pinch
points" are involved in these citations, but that he was con-
cerned that the mill operator, maintenance personnel, or the
designated examiner would be exposed to a hazard if they con-
tacted the rotating shafts.  He also confirmed that an identi-
cal moving shaft on another collector was unguarded but not
cited, but he could not explain why he did not cite that one.

Inspector McGregor testified that the two shafts in ques-
tion were located approximately 3 to 4 feet off the floor or
base plate and some 2 feet from the adjacent travelways or
walkways in front of the dust collector blowers.  He did not
consider the area to the rear of the dust collectors to be a
travelway or walkway. He conceded that someone casually walk-
ing by in front of the dust collector blowers would not con-
tact the shafts, and that in order to do so they would have
to stoop or bend down to avoid an overhead ceiling duct, and
then fall or reach in some 2 feet over the blower boxes
located in front of the shafts.ed flange was hazardous
